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12.  William the Norman  then went
to London with his soldiers and forced
the people to make him king ; but the
English  people   never   liked   him, and
were always trying to drive him back to
Normandy.

13.  Every night at eight o'clock in
many  villages  a bell   rings   from   the
church tower.    For eight hundred years
this has been done more or less regularly.

14.  King William the Norman wished
all his people to be in bed at eight o'clock
in winter and all the fires put out.    He
wanted this partly because he was afraid
that  the  people  would  meet   together
after dark, and make plans to drive him
away.     And  then  the wooden  houses
in the towns were so often burnt down
because the fires were not put out, that
he thought this would make them safer.

15.  The bell was rung to tell people
to cover over the fires, and was called
the Curfew Bell, because " curfew " meant
" cover fire."